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January 
Feature: Scaffolding, Formwork and Falsework 
What a little tubing can do 
Round-up of available equipment 
Keeping up appearances 
James Hook outlines correct formwork design 
Falsework at Kenfig 
Description of the support works 
Strutting up different paths 
European attitudes to temporary works 
Falsework training and the Bragg Report 
What the CITB can do if industry follows recommendations 
Who checks the noise ? 
Dr B Hay discusses noise consents on site 
Measured Rates 
Index to CE 1976 


February 
Feature: North Sea 
Glossary of offshore terms 
Guide to North Sea jargon 
Loadout 
How to move offshore hardware 
A pipecutting profile 
Advantages of machine cutting oblique pipe joints 
Cap that! 
Precast roof elements of the Ninian platform 
Maintain or Insure ? 
The costs of maintenance vs insurance 
What the experts think 
The future for offshore activity 
Building a better image 
Roger Evans calls for a better industry image 
Stress in punching shear 
A nomograph by A. Zanker 


March 
Feature: Concrete Plus 
Comparisons of reinforcing fibres 
A review of three major types 
It’s frothy man! 
A new concrete foaming and pumping unit 
Lightweight concrete 
J. Bobrowski on the advantages and use 
Coarse discard from mines 
F G Bell investigates the properties of this material 
Bars to progress 
British and European views on reinforcing bars 
Newton on elastic solids 
AN Proctor: Newton’s principles are as valid today 
BAUMA exhibition 
British exhibitors and their equipment 
On founding a power house by the River Thames 
Engineering features of Littlebrook “D” 
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April 
Feature: The Middle East 

Mad dogs and Englishmen 

Dr H Creditor advises on personal comfort 
Air transport is not a pie in the sky 

Airfreight advantages 
The Ro-ro way 

The cause of the sea ferries 
The buck stops here 

Transporting plant to the ME 
Two Middle East projects 

Sharjah harbour and Khor Fakkan container terminal 
Backing up overseas “‘ops” 

Efficient plant utilisation 
One contractor’s view 

Taylor Woodrow ME experience 
Accommodation by prefabrication 

Labour accomodation problems 
Speaking from experience 

Setting up a Middle East company 

Measured Rates 


May 
Feature: Site Lift Special 
Rough terrain — crane, forklift or what ? 
RT plant options 
When there’s a choice 
Crane applications 
Dover Hoverport - apron with few strings 
Report on construction progress 
Unashamed nostalgia 
Drawing office life in the 1930s 
The Moerdijk Bridge 
Description of the bridge replacement scheme 
Models or hypotheses ? 
E Spencer sounds a warning note 
ICOS innovation in Manchester underpass 
Diaphragm wall at Irlams o’ th’ Heights 


June 
Feature: The Middle East Part Two 
Al Jubail industrial harbour 
Halcrow’s largest ME project 
Building bridges in the desert 
Two crossing of the Dubai Creek 
A new set of ground rules 
Foundation design problems in the Gulf 
Training local labour 
The factors involved 
Added difficulties 
Tarmac’s sea wall at Muscat 
Managing overseas contracts 
The points to watch 
Subcontractor potential 
The rewards and the costs 
Look after the pennies 
Cash flow optimisation 
Fancy driving to France for Lunch ? 
An unusual look at the Channel Causeway 
It’s all in me little perforations 
Progress and potential of the trammel drain 
Co-operation in Vienna 
UNO City 
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July/August 
Feature: Concrete 
Forecasting concrete strength 
Grant and Warren on accelerated testing 
Concrete pumping in the the UK 
Commercial pressures on the industry 
Pumping lightweight concrete 
Crossing a technological barrier 
How aggregates affect concrete quality 
Dr F G Bell on sand and gravel properties 
Waterproofing concrete 
The state of the art 
Surfaces bow down to the Almighty Tonne 
Concrete quantity and surface quality 
Fabrics in geotechnics 
Report on the Paris Conference 
First pick your shovel 
Choosing track loading shovels 
Colliery shale - useful information 
From colliery to industrial waste 
The Height of Collimation method 
Compared with the rise and fall method 
Pulling the plug 
Underwater engineering at Redcar 
Measured Rates 


September 
Feature: Roads 
Road sites - a year of extremes 
A review of typical contracts 
Road works 
Projects in prospect up to 1985 
Roads wrapped up ? 
Fabrics in road construction 
Blacktop road plant 
Availabilities and desirabilities 
Overland to Nigeria 
Problems and advantages of overland transport 
Hollow rectangular RC columns 
A N Proctor details stress performance 


Make time for pensions 
J C Vann explores the possibilities 


October 
Feature: The Marine Scene 
South Coast port development 
A review of activity and potential 
Mooring - two dolphins or more 
Khanna and Birt consider the conflict 
Protecting offshore structures 
Needs, limitations and potentials 
Umm al Qiwain 
W S Atkins harbour development 
Dredging economics 
Economic aspects of the international dredging market 
Model re-draws shore at Leith Sands 
Wimpey Laboratories’ hydraulic model 
Measured Rates 


November 
Feature: Bridges and tunnels 
The Gouritz crossing 
South African strut-framed bridge design 
Chertsey rail bridge 
One of the first cable stayed bridges 
Bearing pressures on bridge footings 
M Hackman: an aid to speedier calculations 
Placing concrete in tunnels 
Requirements and methods 
Twin tunnel concept 
Serving the needs of economics and efficiency ? 
The thin red lines 
Laser tunnel alignment 
Interbuild review 
Less dizzy heights ahead 
Sir Maurice Laing on construction — the next three years 
Mechnical splicing 
New development in joining reinforcing bars 
But for the missing link 
The latest M27 motorway section 


December 


Feature: Ground engineering 
At long last ? 
Aims and ambitions of AGIS 
Getting out the wet 
Review of solutions to groundwater problems 
Run-down of hammers 
The types of piling hammer available 
Vibro-piling 
The cast-in-place system 
Really pounding it down 
The concept of dynamic consolidation 
The other type of pile 
The principle of vibrocompaction 
The case for Bentonite 
CIRIA report dispels many doubts about the fluid 
Freeze it! 
Limitations and applications of ground freezing 
A national borehole collection ? 
CIRIA proposes a registry of site investigation reports 
Using fabrics to the full 
Applications of fabrics in civil engineering 
Integrity testing 
Outline of the various methods 
Vibration performance testing 
Vibration testing of large structures 
Through the eye of a needle 
Kilburn bridge replacement 
Diaphragm wall solution in docklands 
A feature of the Beckton pumping station 











